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Abbreviations of Organization Names 


American Association of Textile 


Chemists and Colorists 
American Railway Car Insitute 
American Standards Association 
American Society of Refrigerating 

Engineers 
American Society of Safety Engi- 

neers 


American Society for Testing Ma- 
terials 


General Services Administration 


International Electrotechnical Com- 


mission 
International Organization for 
Standardization 


A 
A-B-C Conference—see American-British-Cana- 
dian conference 
Acetate fabrics, 244; 293 
Accoustical stds bd, ASA, 253 
Acoustics, noise measurement, 13; 82; 165 
Advertising, ASRE policy, 236 
Agnew Foundation, Paul G., 66 
Agriculture, stds for, 21 
Ainsworth, Cyril 
Are you making ASA work for you? 138 
NSC Traffic and Transportation Conference, 
mbr, 219 
American Assn of Textile Chemists and Colorists 
Jacoby, R. W., president, 55 
research com, 346 
American-British-Canadian Conference, 39; 130; 
229 
American Chemical Soc, stds policy, 219 
American Hotel Assn requests stds, 314 


American Ordnance Assn, Hussey, G. F., Jr., 


president, 39 
American Railway Car Institute, stdzn pro- 
gram, 105 


American Soc for Testing Materials 
action on stds, 56 
annual mtg, 271 
greeting on 1500th Amer Std, 324 
materials for electron tubes and semiconduc- 
tor devices, 279 
pubs, 152; 182 


American Soc of Civil Engrs 
Glidden, W. R., president, 55 
stds com formed, 244 


NAHB National Association of Home 


Builders 


National Association of Purchasing 
Agents 


NAPA 


NBS Nationc! Bureau of Standards 


NEMA Manufacturers 


National Electrical 
Association 


NSC National Safety Council 


RISAC Refrigeration Industry Safety Advi-- 


sory Committee 
SAE Society of Automotive Engineers 


SAM Society for the Advancement of Man- 
agement 


SES Standards Engineers Society 
SLA Special Libraries Association 


American Soc of Heating and Air Conditioning 
Engrs 
pubs, 152 
new name for American Soc of Heating and 
Ventilating Engrs, 56 
American Soc of Mechanical Engrs 
nuclear engrg com, 55 
pubs, 182; 314 
75th anniversary, 56; 101 
American Soc of Refrigerating Engrs 
mtg, 55 
stds policy, 236 
American Stds 


1500th approved, 324 
used, 145; 219; 293 
American §tds Assn 
what it hus to offer, 138 
see also Coonley Medal, Howard; Standards 
Medal, ASA; Board of directors, ASA; 
Board of review, ASA; Standards Council, 
ASA; and names of individual standards 
boards 
American Welding Soc 
pubs, 182 
technical council, 55 
Analyzers, noise measurement, 165 
Annual mtg, ASA, 8 
Appel, William D., International methods for 
testing colorfastness of textiles, 44 
Archer, J. E., conference speaker, 22 
Argentina, stds listed, 90; 120; 150; 184; 280; 
342 
Association of American Railroads, ARCI stdzn 
program, 105 
Australia, stds listed, 26; 184; 280 
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Austria, stds listed, 120; 150; 342 
Automation 
conference session, 23; 25 
frequency response data, 314 
Automobiles 
headlamps, 214 
license plates, 338 
Awards—see specific headings, such as Coonley 
Medal, Howard; Standards Medal, ASA; 


modular measures; Standards Engrs Soc 


Bailey, Charles A., Company mbr conference, 
201 

Baker, W. R. G., receives SES award, 331 

Barth, W. L., chmn, ASA mechanical stds bd, 
186 

Batteries and cells, dry, 133; 314 

Bearings, 220; 229 

Belgium, stds listed, 120; 150; 184; 215; 280; 
344 

Benoit, Lester W. 

Safety for gas pipelines, 207 
vice-chmn, ASA mechanical stds bd, 186 

Bent, Quincy, obituary, 191 

Bernard, Peter J., How to keep printing presses 
safe, 40 

Betatron laboratory, NBS, 87 

Board of directors, ASA, 183 

Board of review, ASA, 39 

Borcherdt, E. R., vice-chmn, metals division of 
Mining stds bd, 146 

Brazil, stds listed, 280 

Brookins, Harold, conference speaker, 23 





Brooks, Carl F., chmn RISAC, 279 
Budne, Thomas A., conference speaker, 20 
Buehler, Leon, Jr, president ASRE, 55 
Building codes 
concrete requirements, 333 
gypsum concrete, reinforced, requirements, 
209 
N. ¥. State, 86 
Building exits code, 69 
Building materials, modular measure, 9; 94; 
156; 212 
Bulgaria 
stds body, mbr of ISO, 63 
stds listed, 281; 312 


Burr, Irving W., Company mbr conference, 197 


c 
Calibration, NBS activities, 210 
Canada 
ABC Conference, 130; 229 
govt stds article planned, 259 
stds listed, 27; 57; 91; 120; 184; 343 
Cards, index and record keeping, 167 
Cartoons, stdzn history, 164; 217; 255; 270; 
297 
Cells and batteries, dry, 133; 314 
Certification—see Labeling 
Chains, transmission roller, 81 
Chairs, posture, office, 167 
Charts, national stdzn in USA, 138 
Chemical industry, 21; 22; 24 
Children’s hazards, surface coating materials, 
131 
Chile, stds listed, 184; 216; 343 
Circuit breakers, IEC work, 39; 183 
Clark, B. E., conference speaker, 21 
Classification, std commodity, 177 
Cleaning and maintenance equipment, stds for 
hotels, 314 
Coal, ISO mtg, 282 
Coatings, protective, 202 
Coke, iSO mtg, 282 
Coleman, A. R., Company mbr conference, 198 
Color, television, 11; 67 
Color, tests for colorfastness, 44 
Columbia Univ course, industrial stdzn, 112 
Colvin, Fred H., stds personality, 67 
Commerce, Dept of, 84 
Commercial stds listed, 122; 182 
Committee on international relations of Engi- 
neers Joint Council, 346 
Company mbr conference, 63; 67; 126; 197 
Company stdzn 
conference session, 16 
follow-up and review of stds, 200 
printing, binding and distributing of stds, 
201 
Concrete, 209; 333 
Conference of Executives of Organization Mbrs 
of ASA, conference session, 23 
Consumer stds, 244 
see aiso specific subjects, such as Rayon; 
Textiles; Labeling; Refrigeration 
Cooling Tower Institute stds, 314 
Coonley Medal, Howard, 5; 81; 155; 356 
Copper and copper alloys, ISO mtg, 283 
Corrosion, protective coatings, 202 
Cox, V. L. 
conference speaker, 15 
International recommendations fer alternat- 
ing-current circuit breakers, 183 
Cranwell, J. L., ASA president, 292 
Cylinders, medical gas, ISO mtg, 303 
Czechoslovakia, stds listed, 26; 120; 150; 215; 
250; 342 


D 
Dalcher, L. M., Company mbr conference, 201 
Davidson, Madge, treasurer, SAM, 56 
Davis, Raymond, stds personality, 291 
Decimals 
dimensioning, 198; 239 
rounding off, 291 
Defense, Dept of, 76; 84; 361 
Definitions, areas of stdzn, conference session, 
16 
Denmark, stds listed, 57; 90; 151; 215; 342 
Dennis, Catherine, What home economists think 
of standards (L22), 296 
Department of Commerce, stdzn duties and 
responsibilities, 84 
Department of Defense 
National Conference on Standards, 361 
stdzn program, 76 
work with stdzn bodies, 84 
Desks and tables, office, 167 
Devine, Alfred W., Foresee savings in standard 
license plates, 338 
DeWane, H. J., Standard test for photoflash 
cells, 135 
Dictating machines, office, 167 
Diode amplifier (diamp), NBS, 87 
Doors, std sizes, 212 
Drums, metal, 110 
Duffus, Henry B. 
conference speaker, 12 
How methods of compiling accident statistics 
have been changed, 74 
Dumbwaiters, safety code revision, 336 
Duncalfe, Roger, ISO president, 265 
Dunsheath, Percy, IEC president, 267 


Education, Columbia Univ stdzn course, 112 
Eiwen, Charles J., New defense stdzn program, 
76 
Electrical engrg 
cells and batteries, dry, 133; 314 
circuit breakers, 39; 183 
indicating and recording instruments, ques- 
tionnaire, 59 
IEC work, 14; 39; 48; 267 
lamps, interchangeable, 142 
lighting, 69 
seal, insulating, 159 
ships, installation, 279 
Sylvania Electric Products encourages use of 
Amer Stds, 145 
transformers, 119 
Electrical industry, stdzn, quotation by C. Ains- 
worth, 242 
Electrical stds bd, ASA, constitution, 278 
Electronic Supply Office, stdzn reduces duplica- 
tion, 147 
Electronics, ASTM, 279 
Elevators, safety code revision, 336 
Ellis F. H., Light and the law, 69 
Engstrom, Dale F., Company mbr conference, 
200 
Escalators, safety code revision, 336 
Exposure computer, 173 
Eyes, protection, 176 


F 


Federal Supply Service, stds policy and proce- 
dure, 245, 361 
Fellows, Claire H. 
ASTM president, 271 
greeting to ASA, 324 
Fetherston, F. R., Safety international, 303 
Film, Bureau of Ships, 364 
National Bur of Stds, 190 


Finish, surface, 16; 229 

Finland, stds listed, 27; 184; 280 

Fits, 229 

Flanders, Ralph E., receives SES award, 331 
Flower crops, cut, conference session, 23 


Fluids, flow measurement, 112 

France, stds listed, 27; 184; 215; 250; 280; 
312; 342 

Freedman, Ephraim, quoted on stds, 244 

Freezers, home and farm, 234 

Frequency response data, 314 

Frost, F. Crampton, stdzn course at Columbia 
Univ, 112 

Fuels, solid mineral, ISO mtg, 282 

Fullmer, |. H., World unification of screw 
threads, 306 

Furniture reflectance, office, 167 


G 
Gages and gaging, 229; 347 
Gager, A. H., Want best results from your office 
equipment? 167 
Gaillard, John 
receives Standards Medal, 7 
seminar, 82; 137; 249; 301 
Standards—Platforms of progress in engi- 
neering, development, and research, 298 
Gammo-ray laboratory, NBS, 87 
Garage, parking, equipment, 378 
Gardner, |. C., NBS personnel, 39 
Gas pipelines (code for pressure piping), 207 
Gay, Roger E. 
Director of cataloging, stdzn, and inspection, 
Defense dept, 66 
receives SES award, 331 
General Services Administration, stds policy 
and procedures, 245 
Germany 
DIN stds issued in 1954, 315 
stds listed, 26; 57; 90; 120; 150; 184; 215; 
250; 281; 311; 342 
Gibbins, Nelson J., conference speaker, 18 
Glidden, W. R., president, ASCE, 55 
Gokhale, Madhu S., About the Standards Engrs 
Soc, 170 
Government—see specific headings, such as 
Department of Commerce; Department of 
Defense; Department of Labor; Kaidanov- 
sky, S. P.; New York State; New York City 
Graham, Virgil, conference speaker, 15 
Gray, T. C., Realistic goal for railway passen- 
ger car design, 105 
Greece, Hellenic com for stdzn, 220 
Gunn, W. T., “. . . milestone on the road of 
progress,” 302 
Gypsum concrete, reinforced, 209 


Haller, Herbert L., conference speaker, 21 

Hamer, Walter J., and Schrodt, John P., Dry 
cells std broadened, 133 

Hauf, Harold D., receives modular measure 
award, 9 

Headlamps, ISO work, 214 

Hearing aid batteries—see Batteries and cells, 
dry 

Hector, L. Grant, conference speaker, 19 

Heinritz, Stuart F., conference speaker, 25 

Highway traffic stds bd, ASA, 158 

Holmes, £. H., For better traffic control devices, 
261 

Hotels, cleaning and maintainance equipment, 
314 

House and Home, modular measure round 
tables, 156; 212 





Howard, H. W., Protective coatings, 202 
Hussey, G. F., Jr 
American Ordnance Assn president, 39 


conference speaker, 16 
1SO—Stockholm—1955, 263 


Illuminating Engrg Soc, stake in ASA program, 
146 
India, stds listed, 27; 58; 90; 151; 184; 215; 
250; 280; 343 
Indonesia, Indonesian stds com, mbr ISO, 220 
Injury experience, work, 74 
Instruments, electrical, questionnaire, 59 
International Electrotechnical Commission 
conference session, 372 
London mtg, 1955, 267 
Philadelphia mtg, 1954, technical com re- 
ports, 14; 48 
pubs, 38; 153; 183 
International Org for Stdzn 
adopts Amer Stds on photography, 220 
Bulgaria, mbr, 63 
colorfastness tests, 44 
conference session, 372 
copper and copper alloys, 283 
headlamps, 214 
Indonesia, mbr, 220 
measurement of fluid flow, 112 
mtgs, 42; 86; 149; 218; 263; 302; 303; 
305; 306 
mica, 46 
motion pictures, 220 
1956 officers, 265 
plastics, 47 
pubs, 153 
solid mineral fuels, 282 
Stockholm mtg, 1955, 263 
Turkey, mbr, 220 
Israel, stds listed, 27; 184; 215 


Italy, stds listed, 57; 90; 185 


J 
Jacoby, R. W., president, AATCC, 55 
Japan 
Japanese stds assn, 10th year, 347 
stds listed, 26; 184; 215; 250; 342 
Johnson, Albert E., How dry cleaning industry 
benefits (L22), 296 
Johnson, Arthur S. 
conterence speaker, 12 
stds personality, 227 
Where ASA stands on L22, 296 
Johnson, Ralph J., NAHB, director, 219 


Jolly, Thomas D., receives Coonley Medal. 5 


K 
Koidanovsky, S. P., Govt stds, 84; 113; 177; 245 
Keogh, G. P., New code adds to elevator safety, 
336 
Kline, G. M. 


International 
tests, 305 
Report on ISO/TC 61, 47 
Kraft, Charles W., receives modular measure 
award, 10 
Kropf, Richard T., ASTM vice-president, 271 


plastics com considers std 


L 


Labeling 
need stressed, 276 
rayon and acetate fabrics, 244; 293 


Lamb, Henry 
American Safety Stds meet change with 
change, 308 
chmn, N. Y. chapter, ASSE, 163 
mbr advisory com to Motor Vehicle Bur of 
N. Y. State, 29 
Lamps 
interchangeable, 142 
tolerances, 145 
Laurie, Gavin, chmn Highway traffic stds bd, 
ASA, 158 
Ledgerwood, Byron K., conference speaker, 25 
Leichliter, Van H., ASA bd of directors, 183 
le Maistre, Charles, memorial lecture, 267 
Lewis, Chester M., SLA president, 219 
License plates, automobile, 338 
Lighting, emergency, 69 
Limits, 229 
Lubricants and stas, 201 
Luer tapers, 314 


M 


“mac”, meaning of, 219 
Magazines, technical, conference session, 23 
Management, stds for planning, 298 
McElhinney, J. H., obituary, 98 
Mcllwain, Knox, conference speaker, 11; 67 
McNair, John W., stds personality, 323 
Materials handling, manual, 347 
Measurements 
accuracy, 164 
fluid flow, 112 
Mechanical stds bd, ASA, 186 
Mellecker, John, conference speaker, 24 
Metz, A. F., president, NEMA, 56 
Mexico, stds listed, 57; 90; 120; 150; 185; 343 
Mica, ISO work, 46 
Military services, manual on materials handling, 
347 
Miller, Joseph F., NEMA director, 219 
Mining stds bd, ASA, 146 
Mochel, Norman L., What is it? 276 
Modular measure (formerly modular coordina- 
tion) 
awards, 9 
European study, 94 
House and Home round tables, 156- 21? 
Moore, Leo B., stds outlook, 31; 63; 95: 127: 
159; 191; 223; 287; 319; 346; 351; 379 
Morrow, James G., receives Standards Medal, 
356 
Morrow, L. C., conference speaker, 23 
Morse, H. G., An improved tool to find the 
correct photographic exposure, 173 
Motion pictures, ISO work, 220 
Murray, William R., conference speaker, 18 


N 


Namm, Benjamin H., A_ retailer’s comment 
(L22), 295 
National Assn of Corrosion Engrs, technical unit 
com, 56 
National Assn of Home Builders, Johnson, R. J., 
director, Construction Dept, 219 
National Assn of Purchasing Agents, 216; 279 
National Bur of Stds 
cells and batteries, dry, 133 
co-sponsors, National Conference on Stds, 
204; 237; 360 
film on stds, 190 
open house, 87 
personnel, 39 
precision gage blocks, 347 
pubs, 122 
weights and measures stds, 210 


National Conference on Stds, 4; 99; 204; 237; 


357 
National Directory of Commodity Specs, 9 


National elec code, 69 
National Elec Mfrs Assn 
Metz, A. F., president, 56 
Miller, Joseph F., new director, 219 
pubs, 122 
National Fire Protection Assn, pubs, 122 
National Safety Council, traffic and transporta- 
tion conference, 219 
Netherlands, stds listed, 27; 57; 90; 121; 151; 
184; 250 
New York City, bd of education, bureau of 
supplies, 177 
New York State bldg code manual, 86 
New Zealand, stds listed, 27; 342 
Noise measurement, 13; 82; 165 
Norway, stds listed, 120; 150 
Nuclear energy, 379 
Numbering system, parts, 198 
Nursery stock, 22; 346 


° 
Office equipment, 167 
Oliver, Frank J., conference speaker, 24 
Osborne, Harold S., conference speaker, 15 
receives Coonley Medal, 356 
Ott, Ellis R., conference speaker, 19 


P 
Pan American Com on Technical Stds (CPNT), 
346 
Pan American Federation of Engrg Societies 
(UPADI), 346 
Parker, Lliot V., stds personality, 131 
Parking garage equipment, 378 
Parts, numbering systems, 198 
Penniman, Abbott Lawrence, Jr, stds personality, 
99 
Pest-control chemicals, conference session, 21; 
22 
Peterson, Arnold, noise detectives, 165 
Petroleum, ISO mtg, 302 
Philadelphia, purchasing program, 113 
Photoflash cells, 135 
Photography 
American Stds adopted as ISO recommenda- 
tions, 220 
exposure computer, 173 
projection equipment, lamp tolerances, 145 
Pipe and piping, 183; 207; 279; 378 
Plastics, 47; 176; 305 
Plumbing code, national, 83; 219; 297 
Podolsky, Leon, conference speaker, 14 
Poland, stds listed, 26; 120; 150; 184; 
311; 342 
Portugal, stds listed, 27; 120; 151; 185; 
280; 342 
Pratt, Edmund A., Are concrete specs 
quate? 333 
Presses, graphic arts, 40 
Purcell, G. A., International mica makes 
gress, 46 
Purchasing 
City of Philadelphia, Pa., 113 
conference session, 16; 25 
New York City, 177 
NAPA stdzn manual, 216; 279 


Q 
Quality control, 19; 197 
Questions about stdzn, 30; 62; 112; 218; 244; 
291; 301 
R 


Railroads, passenger car design, 105 
Rayon fabrics, 244; 293 





Read, Granville M., stds personality, 259 

Reck, Dickson, obituary, 98 

Reed, R. C., Dimensional stds for metal drums, 
110 

Reeves, John E., Why Reeves is using L22 stds, 
294 

Reflectance, furniture, office, 167 

Refrigeration, home and farm freezers, 234 

Rosen, C. G. A., president, SAE, 55 

Rosenblith, Walter A., conference speaker, 13 

Rossi, Carlo, 1SO vice-president, 265 

Roth, Arnold, IEC treasurer, 267 

Ruge, Arthur C., Force and weight stds gain 
new importance, 210 

Rumania, stds listed, 57; 90; 120; 280; 311 


Safety 
American Stds change, 308 
children’s hazards, 131 
conference session, 12 
elevator code revision, 336 
eye protection, plastics, 176 
gas pipelines (code for pressure piping), 207 
ISO mtg, 303 
lighting, emergency, 69 
presses, graphic arts, 40 
sanitation in places of employment, 243 
statistics, accident, 74 
traffic regulations, 261 
woodworking machinery, 37 
Sanitation in places of employment, 243 
Savings from stdzn 
automobile license plates, 338 
Electronic Supply Office, 147 
modular measure, 94 
Schrodt, John P. and Hamer, Walter J., Dry 
cells std broadened, 132 


Scott, A. H., conference speaker, 14 

Screw threads, 229; 306; 314 

Scroggie, A. G., chmn ASTM com on textiles, 
112 

Seal, insulating, 159 

Seeds, conference session, 21 

Seelye, Howard P. retires, 279 


Selvig, W. A., Fourth international mtg on 
coal and coke, 282 


Shackleford, Dorothy, stds personality, 35 

Shewhart, Walter A., stds personality, 163 

Silling, C. E., receives modular measure award, 
10 

Society for Advancement of Management, 
Davidson, Madge, treasurer, 55 


Society of Automotive Engrs 
mtg, 55 
pubs, 152 
Society of the Plastics Industry, pubs, 152 
Sogge, R. C., International electrical stdzn 
advanced at IEC Lowdon mtg, 267 
Sontheimer, G. D., vice-chmn Highway traffic 
stds bd, ASA, 158 
South Africa, stds listed, 27; 57; 90; 184; 215; 
342 
Spain, stds listed, 26; 90; 120; 185; 215; 281; 
311 
Special Libraries 
president, 219 
Sprockets, roller chains, 81 
“Standard,” meaning of term, 290 
Standardization 
Bureau of Ships’ film, 364 
legal implications, 358 
national, in the USA (charts), 138 
platforms of progress, 298 
Standards Council, ASA, 8; 24 
Standards Engrs Soc 
activities, 56 
annual mtg, 259; 325 
awards, 331 
description, 170 
Standards Medal, ASA, 7; 81; 155; 356 
Standards outlook (monthly column), 31; 63; 
95; 127; 159; 191; 223; 287; 319; 346; 
351; 379 : 
Standards personalities, 35; 67; 99; 131; 163; 
195; 227; 259; 291; 323 
Statistics, accident, 74 
Steinman, Edward F., Safety for woodworking, 
37 
Surface finish, 229 
Sweden, stds listed, 26; 57; 90; 151; 184 
Switzerland, stds listed, 185; 280; 343 
Sylvania Electric Products encourages use of 
Amer Stds, 145 
Sylvester, Charles A., AATCC com chmn, 346 


Assn, Lewis, Chester M., 


T 


Tables and desks, office, 167 
Television, color, 11; 67 
Temperatures, NBS, &7 
Terhune, H. R. 

comment on Standards 

column), 346 

receives SES award, 331 
Terminology, 229; 314 
Testing 

GSA procedure, 245 

machines, shock, 279 


Outlook (monthly 


Textiles 
colorfastness, ISO tests, 44 
ISO and ASTM work, 112 
rayon and acetate fabrics, 293 
Thompson, George N., stds personality, 195 
Thorn, B. C., conference speaker, 15 
Towers, water cooling, 314 
Townsend, J. R., Stds Council rpt, 8 
Treffic regulations, uniform devices, 261 
Transformers, 119 
Trowbridge, Roy P., 16; 198 
Turkey 
Turkish stds institution, 39; 220 
Turpin, M. C., New tests check preformance of 
home freezers, 234 


Uniforms, work, 146 
United Kingdom 
ABC Conference, 130; 229 
bearings (metal), 220 
stds listed, 26; 57; 90; 120; 150; 184; 215; 
250; 280; 311 
USSR 
sends ASA 290 stds, 315 
stds listed, 58; 90; 120; 150; 281; 312; 342 
U. S. Navy, Bur of Ships, stdzn reduces duplica- 
tion, 147 
Uruguay, stds listed, 57; 91 


Ww 


Waring, Clarence H., obituary, 345 
Weover, E. H., conference speaker, 17 
Weaver, V. P., Outstanding progress in interna- 
tional mtg on copper, 283 
Weights and measures, 210; 215 
Wentworth, J. W., conference speaker, 11; 67 
“What is your question?” 30; 62; 112; 218; 
244; 301 
White, Richard P., conference speaker, 22; 35 
Windows, std sizes suggested, 212 
Woodworking machinery, safety code, 37 
Work injury experience, 74 
Wright, Charles M. 
Company mbr conference, 198 
The case for decimal dimensioning, 239 


X-ray film, 314 


Y 
Yaffe, Charles D., Minimum sanitation require- 
ments now apply to stores, offices, 243 
Yugoslavia, stds listed, 215 
z 


Zimmerman, Rufus E., obituary, 218 
Zwerling, Stanley, receives SES award, 331 
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